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screwdrivers 


Forged from tough, SAE 6150 Chrome 
Vanadium Electric Furnace Steel, 
Xcelite screwdriver blades easily with- 
stand heaviest usage without twisting 
or snapping. 


Shockproof, breakproof, amber 
plastic (UL) handles are shaped for 
perfect grip and balance. Securely em- 
bedded wing-end round blades cannot 
turn or work loose. On slotted round 
blades, a flange at the handle resists 
the shocks of pounding. 


Slotted tips are ground lengthwise to 
the blade and accurately gauged to fit 
screw slots snugly. Precision grinding 
and squaring assure greater “end” 
strength . . . prevent screwdriver from 
“riding” out and damaging the slot. 


No matter how you test them, or 
work them, Xcelite screwdrivers are 
the finest, professional-quality tools 
available. 


ay 


Lengthwise, flat-belt Ordinary cross-cut 
grinding preserves grinding ‘‘scores’’ 
Xcelite tip strength and weakens tips... 
. . assures snug fit risks poor fit in 
in screw slot. screw Slot. 





XCELITE 


R182 ROUND BLADE 


CATALOG BLADE HANDLE OVERALL 
R188 NO. LENGTH DIMS. LENGTH 


R5323 


POCKET CLIP STYLE 


34” Dia. R3322 a wrx 2y" 
Blades R3323 a wx 2" 
R3324 4” x2” 


ye” Dia. R181 rid ye x aye 
Blades R183 a” yn xX 24" 
R1841, a” x 2" 


R5168 REGULAR 


yr" x2” 
yr" x2” 
yx 2" 
4" x 244" 


yy" X 2" 


4,” Dia. a4" ¥ 2" 
Blades 4" x2" 
4" x24" 
4" x24" 


6” Dia. R3163 A” x 3%" 
R3164 Blades R3164 A" x3" 
R3166 yn x 35%” 
R3168 A” x3%" 
R31610 yA" 3%," 


Y" Dia. 
Blades 


1K,” x 4\% ” 
1h,” x 4, ” 
1k,” X 4” 


R144 


beryllium-copper 


For work where explosion-proof equipment is 

used, screwdrivers with non-sparking, non- 

magnetic Beryllium-Copper blades are recom- 

mended. This alloy is nearly as hard as steel... 

will not “give”, shear off, or require constant 

regrinding as do materials such as plastic, fibre, 

and bone. Beryllium-Copper screwdrivers are 

4 especially useful in television work (since they 
4 will not disturb the TV image), electrical and 

R1841/, electronic assembly and service work. 


CATALOG BLADE HANDLE OVERALL 
NO. LENGTH DIMS. LENGTH 


yy POCKET CLIP STYLE 
yj ye” Dia. ” ” ” ” 
4 Tees Sader | BRISL Yyrx2%n AY, 


ye” Dia. BR186 og 4" xX 2 ” gi" 
Blades BR1810 10” 34m x 24% yy 12% ” 


4” Dia. ” ” a” 
VY" Dia. BR146 i” 43%" 974” 
Blades BR148 I* x3%” 11%” 





screwdrivers (continued) 


@ SQUARE BLADE 


CATALOG BLADE HANDLE OVERALL 
NO. LENGTH DIMS. LENGTH 


STUBBY <— 


wr $141 
al el $3161 1y" %" x14” 2%" " 

Ve 

5/ 


6” Sq. $3163 4” x3%” 
Blades $3164 Ye" x 3%" 
$3166 A” x3%” 
$3168 A” x 3%” 
$31610 A" x3%"” 


y" Sq. 
Blades 


4%” Sq. $5162 Wy" x4y” 
Blades $5164 Wy” x4y” 
$5166 Lin’ x4,” 
$5168 ly” xa” 
$51610 Wy” x4” 
$51612 Wy” x4y” 


44” Sq. 1%" x4” 124” 
Blades 134%" x 5%” 17%” 
14%” x 5%” 23%" 
1%” x5%” 11%” 
1%" x 5%” 17%” 
134" x5)" 23%” 


$142 


+) REED AND PRINCE (Frearson) 


Reed & Prince screws require a different screwdriver 
from other cross slot screws. For best results the 
screwdriver should be matched to the screw size. 
Xcelite offers Reed & Prince screwdrivers in the four 
most-used sizes. 


CATALOG BLADE BLADE HANDLE OVERALL 
NO. DIAMETER LENGTH DIMS. LENGTH 


Vie x 3%” 
1? 43%” 
LK,” xX 4y,” 
1%” xX Ay,” 


© ALLEN HEX 


Precision-formed, alloy steel blades. Shockproof, 
breakproof, amber plastic (UL) handles. 


CATALOG HEX BLADE HANDLE OVERALL 
NO. SIZE LENGTH DIMS. LENGTH 


yu" x 25%" 
yu" x 25%" 
4" x25" 
"x3" 
I" x34" 
1" x3" 
I" ss” 
1” ¥3i." 
I’ x3” 
"Ka 
1” x3” 





J --) PHILLIPS 


dat A complete selection to fit all Phillips screw sizes. 


Chrome-Vanadium Steel blades . . . precision points 
. shockproof, breakproof, amber plastic (UL) 
handles. 
CATALOG POINT BLADE BLADE HANDLE OVERALL 
P12s NO. SIZE DIAMETER LENGTH DIMS. LENGTH 


POCKET CLIP STYLE 


rs oe oe ee oe 


X103 STUBBY 
1 Be te ae %” X Wy” 2'54,” 
/ > yr" l\s ” x 2” 3%” 


yo 4" X 2" 

Y ] 4%" X 3%” 
f V/s 3%" 

Y X104 Za” x 3% 

Vf Xl 3%" 


f/ / 1” 

4 f Lk,” xX 4yy” 

f "A ; 1%” x 4y” 
J EXTRA LONG 

/ f/ 1 4" 10” ye” X 3% ” 13%” 

y/ X1010 2 Ags 10” 1” x au" 13%" 


y selector chart 





i 
7 
f/ WOOD SCREW SCREW SHEET METAL 
f/ POINT BLADE FLAT ae" ROUND TRUSS —FLAT, ROUND 
Y / LL lee a Fitister -BRAZIER OVAL, STOVE 
i} anole BUTTON BINDING 
° 





/ 9 « 2 87. 5, 6, 7, 5, a g 5, 6. § 1 ee w 7 6, 7, 
/ 89 89,10 10 10 site 8, 10 
j 12, 14, ” Le, ig Y ” 


| / 18,20, 18, 20, | 4", %", | %", 
| VY f 24 Ke”, Y ” Yeh 


Q CLUTCH HEAD 


Furnished in the Type “G” design for ease of opera- 
tion and positive driving action in general service 
work. Chrome Vanadium Steel blades . . . shock- 
proof, breakproof plastic handles. 


CATALOG TIP BLADE BLADE HANDLE OVERALL 
NO. SIZE DIAMETER LENGTH DIMS. LENGTH 


yn X 2" 
A" x3" 
A” x 3%” 
L” x37" 
1” x»3h” 
1%" x4” 











ABBREBRBDEABY 


I 


—— SN 


Patented spring in 
handle arrangement holds 


blades firmly in place. 


GS1 





SB1 








No. 1 Phillips Screwdriver | 


3/,” Slotted Screwdriver 


Y .. 
y V6” Nutdriver 


screwdrivers (continued) 


COMBINATION REVERSIBLE 


Handy, economical, multi-purpose tools with dozens of 
uses. Choice of Phillips, slotted, and clutch head blades. 
Two sizes, regular and stubby. Blades snap in and out of 
handle easily, quickly. Patented spring lock holds them 
firmly in perfect alignment. Metal hex socket in handle 
doubles as %” nutdriver. Blades are Chrome Vanadium 
Steel. Handles are shockproof, breakproof, amber plastic. 


complete units 


STUBBY (Overall Length: 314”) 


CS1— No. 26 handle & SB1 blade 
CS2 — No. 26 handle & SB2 blade 


REGULAR (Overall Length: 74%”) 


CR1 — No. 25 handle & RB1 blade 
CR2 — No. 25 handle & RB2 blade 
CR3 — No. 25 handle & RB3 blade 


handies only 


26 — Stubby (Dimensions: 1,” x 2”) 
25 — Regular (Dimensions: 1%,” x 44%”) 


blades only 


STUBBY 


SB1— No. 1 Phillips & ¥.” Slotted 
SB2 — No. 2 Phillips & 4%” Slotted 
GS1 — %” G & .%” G Clutch 


REGULAR 


RB1 — No. 1 Phillips & %%” Slotted 
RB2 — No. 2 Phillips & 4%” Slotted 
RB3 — No. 3 Phillips & %” Slotted 
RB12— No. 1 & No. 2 Phillips 
GB1 — %&” G & %” G Clutch 
GB2— %" G & 4%” G Clutch 


4-way pocket tool 


A real time-saver, especially handy for removing backs 
of TV sets and installing antennas. Genuine Xcelite red 
plastic handle shaped and balanced for working ease, 
equipped with pocket clip. Combines with reversible SB1 
blade to make 4 tools in one. Patented spring lock holds 
blade firmly in handle, permits easy removal. 


Catalog No. 600 Overall Length: 434” 








COMBINATION 
REVERSIBLE KITS 


pocket roll kits 


From 2 to 5 reversible blades plus handle in one 
space-saving pocket roll. This handy, durable case 
is made of tough plastic with cloth flap ... will 
not scratch or mar any surface it’s placed on. 


CK2 Contains RB1 and RB2 blades with No. 25 
handle. 


CK3 Contains RBI, RB2, and RB3 blades with 
No. 25 handle. 


CK5 Contains RB1, RB2, RB3, GB1 and GB2 
blades with No. 25 handle. 


plastic view kits 


Tools are instantly visible in these neat, long-last- 
ing plastic view kits. Designed to fit hip pocket, 
tool box, boat kit, glove compartment. Zipper case 
for either regular or stubby size. 


STUBBY 


SK20 Zipper case with SB1, SB2 blades and No. 
26 handle. 


REGULAR 


CK20 Zipper case with RB1, RB2 blades and No. 
25 handle. 


CK23 Zipper case with RBI, RB2, RB3 blades and 
No. 25 handle. 


COMPACT DOUBLE DUTY 
TOOL SETS 


Compact, convertible sets do more jobs with fewer 
tools, save bench space, lighten the service kit. 
Remarkable piggyback “torque amplifier” handle 
slips over pocket tool handles to give the grip, 
reach and power of standard drivers. Slim, trim 
see-thru plastic case fits pocket, has flat base for 
use as bench stand. 


PS7 SET 2 color coded nutdrivers PS8 (144”) and 
PS10 (5/16”); 2 slot tip screwdrivers P3321 
(3/32”) and P3161 (3/16”); 2 Phillips 
screwdrivers PO (#0) and Pl (#1); all 312” 
pocket size... plus 1” x 34%” hollow handle 
(TA2) and case (PS7C). 


PS88 SET 5 slot tip screwdrivers P3321 (3/32”), 
P1881 (4%), P5321 (5/32"), P3161 
(3/16”), P141 (%4”); 3 Phillips screw- 
drivers PO (#0), Pl (#1), P2 (#2); all 3%” 
pocket size... plus 1” x 34%” hollow handle 
(TA2) and case (PS88C). 


PS120 SET 10 color coded nutdrivers: PS3 (3/32”); 
PS4 (%"); PSS (5/32"); PS6 (3/716"); PS7 
(7/32”); PS8 (4”); PSI (9/32”); PS10 
(5/16"); PSil (11/32"); PS12 (%6”), all 
314” pocket size... plus 1” x 34%” hollow 
handle (TA2) and case (PS120C). 











color coded nutdrivers and 


Xcelite originated the term “nutdriver”, introduced the first 
nutdrivers with plastic handles. The current line includes a 
wide range of sizes and types: regular and stubby, solid and 
hollow shaft, extra long, pocket clip style. 

Featuring precision, cold drawn, case-hardened sockets, 
Xcelite nutdrivers have high carbon steel shafts, polished and 
plated . . . shockproof, breakproof, firm grip, plastic (UL) 
handles. 

Handles are color coded and marked with large, readable 
sizes so there’s no fumbling . . . you reach for the right one 
every time. 





SOLID SHAFT 
CATALOG COLOR HEX BLADE HANDLE OVERALL 
NO. CODE OPENING LENGTH DIMS. LENGTH 
MIDGET POCKET CLIP STYLE 
P3 Blue 4,” Wy,” we" x2” 34%” 
P4 Red yy” 134” We" ¥% 2a" 34%” 
P5 Amber 4” ly,” ye" x2" 3y%” 
P6 Black 46” ii” yn” X 2,” 3! 0” 
P7 Brown Ve Wy” wy" x2” 3%” 
P8 Red yr Ly” y”"x2y” 3" 
P9 Orange %" ly” yy" x2y" 34%” 
P10 Amber Ho” Wy,” x2" 3%” 
Pll Green Wy” La yo" x2” 3” 
P12 Blue yy" Wy” Ye" x2y” 3%” 
STUBBY 
S6 Black 4" 1%” LK” x2” 3%” 
S8 Red yr" 1%” 1k,” xX 2” 3%” 
$10 Amber 46” 1%” La” x2” 3%” 
$11 Green My” ly” lee eZ" 3%” 
$12 Blue 34” ly” 1K,” %.2" 3%” 
REGULAR 
5 Amber 4” sii “xo 6” 
6 Black 37,”” i td i Xia" 6” 
7 Brown Ve 3 ka" 6” 
8 Red yr 3” 1” X 3” 6” 
9 Orange %" a gi a 6” 
10 Amber 46” 3” hag Oe os 
11 Green Wy” a” i Ko 6” 
12 Blue 3B" 3” 1? x3" 6” 
14 Brown Ker" 34%” lke” x 4%" 7" 
16 Red y” 3%” lke” x 4%” 1%" 
EXTRA LONG 

AG Black 34,”” 6” i“ x2" 9” 
A7 Brown Ve 6” }'y 3" 9” 
Ag Red yr 6” 1” X 3” 9” 
A9 Orange %" 6” | ngage <> ia 9” 
A10 Amber He” oad al AE 9” 
All Green 4” 6” es 9” 
Al2 Blue 4%” 6” 1” Xx 3” 9” 

HOLLOW SHAFT 

HS6 Black 46” 3%” 1” X 3” 6%” 
HS7 Brown yy," 3%” 1x3” 6%” 
HS8 Red yr" 3%” 1x 370" 7” 
HS9 Orange %" 31 1” X 3%” 7” 
HS10 Amber Ho" 34%” i*%3%," dag 
HS11 Green 4” 3%” xa” ag 
HS12 Blue yy” 3%” i” x37," i 
HS13 Amber 34,” 3} ‘ LK,” X 4\yy” 4" 
HS14 Brown Ki," 3%” LK” x 4%" 1%" 
HS15 Amber 14,” 3%” lhe” x 4%” 1%” 
HS16 Red y” 3%” Lhe” x 4%” 1%" 
HS17 Amber ye” 34%” lke” x 4%” 1%" 
HS18 Orange Ki," 3%” lke” x 4%” 1%” 
HS19 Amber 1%” 3%” Lye” x 4%" 1%” 
HS20 Amber 4%” 3%” 1k” x 44%” A” 
HS22 Amber Y,” 3%” LK” x4" | Aug 
HS24 Amber ae 3%” lye” x 4%” 1%” 





REQUEST LIST OF AVAILABLE MILLIMETER SIZES 


nutdriver sets 








A choice of all solid shaft, all hollow shaft 
or mixed sets. Stands and rack are heavy 
gage steel, have large readable size indexes. 
Nutdrivers have polished and plated blades; 
color coded, shockproof, breakproof, plastic 
(UL) handles. 


No. 17 BENCH STAND 


Holds Nos. 6, 7, 8, 9, 10, 11 and 12 solid 
shaft nutdrivers. Stand is punched for per- 
manent attachment to bench, if desired. 


No. 127 WALL RACK 


Contains Nos. 6, 7, 8, 9, 10, 11 and 12 solid 
shaft nutdrivers. Has three holes for screws 
or pegboard fixtures. Rack is lockable. 


No. 137 BENCH STAND 


Wells hold five solid and two hollow shaft 
nutdrivers as follows: Nos. 6, 8, 10, 11, 12, 
HS16 and HS18. 


No. 147 BENCH STAND 


Contains most-used hollow shaft sizes... 
Nos. HS8, HS9, HS10, HS11, HS12, HS14, 
and HS16. 
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pliers 


The exceptional strength and utility of Xcelite 
pliers are the result of forged alloy steel con- 
struction, precision-machining, and _ scientific 
proportioning. Handles are designed to fit 
comfortably . . . provide maximum leverage 
without damaging hands or pliers. Cleanly 
milled and perfectly aligned jaws grip tightly 
and surely. Hand-honed, mated cutting edges 
remain sharp under severe usage. Heads are 
brightly polished. 


For extra working comfort, most models are 
available with permanent, plastic-coated 
“Cushion Grip” (CG) handles. 


CHAIN NOSE 
ELECTRICIAN’S PLIERS 


59CG — 8” plier with long reach and high lever- 
age. Rugged construction. Cushion Grip. 


COMBINATION 
SLIP JOINT PLIERS 


75C — 5” chrome-plated, high quality plier in 
handy small size. 

76C — 6” chrome-plated plier for general use. 
76S — Satin Finish. 


78C — 8” chrome-plated. Sturdy construction... 
ideal for heavy duty. 


DIAGONAL PLIERS 

54 — Midget 4” size. For close quarter work. 
54CG — Cushion Grip. 

55 — 5” plier for most cutting needs. 
55CG — Cushion Grip. 

66 — 6” all-purpose diagonal plier. 
66CG — Cushion Grip. 


67—7” diagonal with plenty of leverage for 
heavy applications. 


67CG — Cushion Grip. 








LONG NOSE PLIERS 

41CG — Midget 4” without side cutters. Cushion 
Grip. 

52 — 6” long nose, without side cutters. 
52€G — Cushion Grip. 


51— 6” long nose, with side cutters. 
51€G — Cushion Grip. 


NEEDLE NOSE PLIERS 

56 — 6” size. Long slim jaws permit entry where 
regular long nose plier won’t work. 
56€CG — Cushion Grip. 


RADIO AND TV PLIER 

58— 6” plier with extreme tip for gripping, 
sharp cutting edges 4%” back from tip. 
58€G — Cushion Grip. 


SIDE CUTTING PLIERS 


40CG — 4” midget with serrated jaws. High 
quality in handy small size. Cushion Grip. 
60 — 6” size with serrated upper and lower jaw 
for gripping. 
60CG — Cushion Grip. 
68 — 8” plier same as above with grip and lever- 
age needed for cutting heavy wire. 
68CG — Cushion Grip. 


TRANSVERSE CUTTING PLIER 
62— 6” cutter for flush cutoff and use where 
ordinary pliers won’t reach. 
62CG — Cushion Grip. 


UTILITY PLIERS 


53 — 6” all-purpose plier with 5-position forged 
rib lock design and serrated jaws. Maxi- 
mum opening 1”. 
53CG — Cushion Grip. 


63— 10” forged rib lock design. Adjusts to 4 
positions. Maximum opening 114”. 


63€G — Cushion Grip. 


43H 


42H 


XCELITEM | 


6” straight and curved nose models. A re- 
markably versatile tool with unusual holding 
qualities. Clamps tightly. Holds wires for, 
soldering, acts as a heat sink, retrieves small 
parts from hard-to-reach places. Two-position 
snap-lock. Box joint construction. Precision 
machined from perfectly tempered stainles 
steel. 


42H — Straight Nose Seizer 
43H — Curved Nose Seizer 


ADJUSTABLE . 
WRENCHES 


Thin-pattern Xcelite design permits access to 
places regular adjustables won’t fit. Rugged, 
forged alloy steel construction. Chromium 
plated. Polished heads. Quick, one-hand ad- 
justment accurately fits jaws to any nut or bolt 
in their capacity range. 


CATALOG MAXIMUM 
NO. LENGTH OPENING 


44C 4” 4" 
46C 6” 4,” 


A8C §” 1%” & 


40-10C 10” ly,” 
40-12C 12" 1}6” 


K22 ELECTRICIAN’S 
KNIFE 


It’s both a knife and a screwdriver. Screw- 
driver blade has a sharp edge for scraping 
insulation . . . has positive lock when open. 


TERMINAL WRENCHES 
for transistor radios S 


Remove spanner nut on external antenna and 
earphone jacks. Guide pin centers tool, pro- 
jecting keys fit slots in nut. Shockproof (UL), 
breakproof, plastic, color coded handles with 
pocket clip. Two sizes: 


CATALOG COLOR GUIDE SPANNER BLADE HANDLE OVERALL 

NO. CODE PIN NUT O.D. LENGTH DIMS. LENGTH 
TW32 Green .086” 4” 1%” "x24" 35%” 
TW140 Red 140” 54” 1%" "x24" 35%” 


150 TOOL HOLSTER 


Has tape holder, knife clip, and 5 tool pockets 
Durably made of saddle leather with natura 
cowhide finish. Features comfortable hip 
contoured back, hot-waxed stitching, brass 
rivets, and pliable belt slots. 











ASSERT RAE a cntuatnteaieiianicens, 
PES BS 


tye ttt ctr nant 


a 




















g c@ahe service kits 


S9SM SERVICE MASTER 


This versatile 23-piece set of quality tools in a durable, 
roll-up plastic-coated canvas case weighs only 2% 
Ibs. Provides a variety of quick-change tools and tool 
combinations to speed up assembly and service work. 
Set includes: 

52CG — 6” long nose cushion grip plier 

55CG — 5” diagonal cushion grip plier 

46C — 6” thin-pattern adjustable wrench 

99-1— Regular handle 99-3— Stubby handle 

99-6 thru 99-16 — Regular nutdrivers (9) 

99-S8, 99-S10, 99-S12 — Stubby nutdrivers 

99-821 — Phillips screwdriver 

99-811 and 99-812 — Slotted screwdrivers 

99-38 and 99-39 — Reamers 

99-X10 — Extension blade 


SSOPR ROLL KIT 


A multi-purpose 12-piece nut and screwdriver set. 
Contains: 

99-1 — Regular handle 

99-6 thru 99-16 — Nutdrivers (9) 

99-81 — Slotted reversible screwdriver 


99-82 — Phillips reversible screwdriver 


S9SJR ROLL KIT 


A compact edition 12-piece nut and screwdriver set. 
Contains: 

99-2 — Junior Handle 

99-6-7-8-9-10-11-12 — Nutdrivers (7) 

99-811 and 99-812 — Slotted screwdrivers 

99-821 and 99-822 — Phillips screwdrivers 


SSOLN POCKET ROLL KIT 


Contains 99-21, 22, 23, 24, 25 and 26 Allen Hex Screw- 
driver blades and 99-1 Regular Handle in tough, 
plastic, snap fastener case. 


SERIES 99 
BLADES AND HANDLES 


All blades (except Allen Hex) are high carbon steel 
with highly polished nickel chrome finish. Hex head 
sockets are precision-formed, cold drawn, case 
hardened steel. Handles are Xcelite amber (UL) 
plastic .. . have a patented spring device that holds 
blades firmly yet permits quick, easy insertion and 
removal. Regular handle accommodates all blades, 
single and reversible. Junior and Stubby handles can 
be used only with single-end blades. Extension shaft 
fits all three handles. 


CATALOG APPROX. 

NO. DESCRIPTION WORKING LENGTH 
99-1 Handle, Regular (1,” x 44%”) 
99-2 Handle, Junior (1” x 34%”) 
99-3 Handle, Stubby (1,” x 2”) 
99-6 6” Nutdriver 3%” 
99-7 %” Nutdriver 3%” 
99-8 4” Nutdriver 3%” 
99-S8 Y%” Stubby Nutdriver 13%,” 
99-9 %” Nutdriver 3%" 
99-10 6” Nutdriver 3%” 
99-S10 6” Stubby Nutdriver 14” 
99-11 4” Nutdriver 3%” 
99-12 346” Nutdriver 35%” 
99-S12 34” Stubby Nutdriver 13%” 
99-14 K” Nutdriver 4” 
99-16 VY” Nutdriver 4” 
99-21* 6” Allen Hex Screwdriver 4” 
99-22* 4” Allen Hex Screwdriver 4” 
99-23* 34,” Allen Hex Screwdriver 4” 
99-764 %," Allen Hex Screwdriver 4” 
99-24* Y4” Allen Hex Screwdriver a” 
99-964 %a"" Allen Hex Screwdriver 4” 
99-25°* 4” Allen Hex Screwdriver 4” 
99-26* 6” Allen Hex Screwdriver 4” 
99-811 3,” Slotted Screwdriver 3%" 
99-812 %," Slotted Screwdriver 3%” 
99-81 6” and %,” Slotted, Reversible 3%” 
99-821 #1 Phillips 3%” 
99-822 #2 Phillips 374” 
99-82 #1 and #2 Phillips, Reversible 3” 
99-83 6” and %” Reed & Prince, Reversible 34” 
99-84 %” and 3,” Clutch Head, Reversible 3%" 
99-38 Y%” to %” Reamer Ay” 
99-39 Ye” to Y%” Reamer 4” 
99-X10 Extension Blades (adds 7” reach fig 


to single end blades) 


*99-30 CLEAR PLASTIC POUCH with heat-sealed compartments contains 
99-21, 22, 23, 24, 25, and 26 Allen Hex Screwdriver Blades. 
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specialized 
automotive tools 


110 DISTRIBUTOR TOOL 


A 2-in-1 tool that speeds adjustment and replace- 
ment of Delco Remy distributor points. Genuine 
Xcelite plastic handle, shaped for working ease, 
has pocket clip to keep it ever handy. 


1 Nutdriver end removes '%” hex nut to 
detach lead wire from coil . . . in seconds. 


2 Pronged shaft slides over bolt to engage 
slot in circular nut. Just a few turns and 
points are released. 


112 CARBURETOR AND 
DISTRIBUTOR TOOL 


Flexible, 2-way tool speeds motor tune-ups. 
Hooded screwdriver bit permits quick “hairline” 
adjustment of carburetor idle. Allen bit quickly 
adjusts Delco Remy distributors. Plastic-covered 
shaft snakes into hard-to-reach areas. Positive, no- 
lag action. Shockproof, breakproof, plastic (UL) 
handle. Length including bits, 14%”. 


XCELITE, INC. 
Orchard Park, N.Y., U.S.A. 































Effective: May 15, 1962 


SUPERSEDES ALL PREVIOUS PRICE SHEETS — APPLIES TO CAT. NO. 162 


QUALITY TOOLS 


PREFERRED BY THE EXPERTS 


SHEET 











No. 162L 


LIST PRICE ~ 


e; 





Cat. Cat. 
ITEM LIST Page | ITEM LIST Page 
5 1.25 8 99-SM 38.15 15 
6 1.25 8 99-SMK 3.20 15 
7 1.25 8 99-1 1.15 15 
8 1.25 8 99-2 1.00 15 
9 1.25 8 99-3 .90 15 
10 1.25 8 99-6 .90 15 
10-12D 99-7 .90 15 
11 1.25 8 99-8 .90 15 
12 1.25 8 99-9 .90 15 
14 1.60 8 99-10 .90 15 
16 1.60 8 99-11 .90 15 
17 10.50 9 99-12 90 15 
18-10 99.14 1.20 15 
25 1.00 6 99-16 1.20 15 
26 .90 6 99-21 .90 15 
32-10 99.22 90 15 
35M. 99-23 .90 15 
37M. 99-24 .90 15 
38 2.35 99-25 .90 15 
39 2.90 99-26 .90 15 
40CG 3.50 10 99-30 5.40 15 
40-10C 4,20 12 99-38 2.20 15 
40-12C 6.20 12 99-39 2.75 15 
41CG 3.70 10 99-81 1.50 15 
42H 5.70 12 99-82 1.50 15 
43H 5.90 12 99-83 1.50 15 
44C 2.88 12 99-84 1.50 15 
46C 2.88 12 99-811 .90 15 
48C 3.30 12 99-812 .90 15 
51 3.90 10 99-821 .90 15 
51CG 4.40 10 99-822 .90 15 
52 3.10 10 99-S8 .80 15 
52CG 3.50 10 99-S10 .80 15 
53 2.60 10 99-S12 .80 15 
53CG 3.00 10 99-X10 1.45 15 
54 3.70 10 100 
54CG 4.10 10 110 1.65 16 
55 3.40 10 110D 
55CG 3.90 10 112 3.95 16 
56 3.60 10 127 10.75 9 
56CG 4.00 10 137 11.95 9 
58 4.50 10° 147 13.30 9 
58CG 4.90 10 150 5.25 12 
59CG 4.40 10 181-20 
60 3.60 10 300 
60CG 4.10 10 332-20 
62 4.40 10 400 
62CG 4.90 10 600 2.30 6 
63 3.40 10 600-10D 
63CG 4.32 10 A-6 1.45 & 
66 3.90 10 A-7 1.45 8 
66CG 4.40 10 A-8 1.45 8 
67 4.00 10 A-9 1.45 8 
67CG 4.70 10 A-10 1.45 8 
68 4.40 10 A-11 1.45 8 
68CG 4.90 10 A-12 1.45 8 
75C 1.62 10 BR-146 2.75 3 
76C 1.62 10 BR-148 2.95 3 
76S 94 10 BR-181 .50 3 
78C 2.16 10 BR-186 1.25 3 
99-JR 12.50 15 BR-1810 1.35 3 
99-K 1.60 15 BR-3168 2.20 3 
99-KJIR 1.60 15 BR-181-20 
99-LN 7.45 15 CK-2 4.50 7 
99-PR 14.45 15 CK-3 5.80 7 
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